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NARA RG104, Entry 1, Box 123 


[Abstract:] Transmits Reports of Bullion Melting for November, 1880, with explanations. 1354 


Mint of the United States at Philadelphia, 
Melting and Refining Department, 
Philadelphia, 

December 22, 1880 


Sir 


I herewith respectfully present my Reports on Melting Bullion during the month of 
November. Having reason to apprehend special loss in melting Gold, from the behavior of our 
Refined Gold, I have been making more minute investigation into the causes, as mentioned to 
you in my letters of the 6th and 11th Inst. We are continuing these investigations, as far as the 
pressing duties of the Assayers will permit. 


Very Respectfully, 
Jas. C. Booth 
M&R 


Hon. A. Loudon Snowden, 
Superintendent. 


